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The Deputy Director of Central Intelligence f Exe „ uav e Reg^r? 

/ 


Washlngon. DC 20505 


4 October 1982 


Major General Albert Stubblebine III, USA 
Commanding General 
Intelligence and Security Command 
Room 1 21 , Arl i ngton Hal 1 Stati on 
Arlington, Virginia 22212 


Bert: 


Thank you for the excellent briefing on 
INSCOM as well as lunch the other day. I have 
checked back on the work going on in the low 
energy field and find it's not very much. 
Accordingly, I will stimulate some interest 
throughout the Community for more collection. 


Peg and I found the Army Ball the other 
night most delightful. The choral group was 
super and well worth the price of admission. 


Look forward to seeing you again. Stay 
in touch. 
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